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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 



IS 8923 (1978) : Warning symbol for dangerous voltages [ETD 
20: Electrical Installation] 




Jawaharlal Nehru 
'Step Out From the Old to the New' 



■K^y / 1 juaaaws^fea rs^^TTF^ 



2*S< W I *>S*V2^NK^ 



^frcvvv^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 




.^^_ 



• 




BLANK PAGE 



*rt*2V^ 





PROTECTED BY COPYRIGHT 



Indian Standard 



IS : 8923 - 1978 

( Reaffirmed 2005 ) 



WARNING SYMBOL FOR 
DANGEROUS VOLTAGES 

( First Reprint JULY 1991 ) 
UDC 614.8.013:003.$2:621.31.027.3 



<§) Copyright 1979 

BUREAU OF INDIAN STANDARDS 

MANAK BHAVAN, 9 BAHADUR SHAH ZAFAR MARG 
NEW DELHI 110002 

Grl January 1979 



IS : 8923 - 1978 

Indian Standard 

WARNING SYMBOL FOR 
DANGEROUS VOLTAGES 

Power Installation and Maintenance Sectional Committee, ETDC 20 

Chairman Representing 

Sum K. S. SumtAJiiMANYAM Central Electricity Authority, New Delhi 

Members 

Suit! B. C. Alva Karnalaka Electricity Board, Bangalore 

Sum T. N. R. Rao ( Alternate ) 
Sum M. D. Bhalkkao Maharashtra Statu Electricity Board, Bombay 

DlJittCTOK of RKHKAKCii ( Alternate ) 
Shri V. S. Bhatia Siemens India Ltd, Bombay 

Sam M. A. Noouujjin ( Alternate) 
Snui K. K. Bosk The Calcutta Electric Supply Corporation Ltd, 

Calcutta 
Sum A. CHATTKJtJiiw ( Alternate ) 
Sum K. V. CiiAUBAii The Federation of Electricity Undertakings of 

India, Bombay 
Sunt K, S. Joshi ( Alternate ) 
Sum Ranksray CiiaUlhiukv Engineering Construction Corporation Ltd, 

Bombay 
Sum L. E. D' Cuvz ( Alternate ) 
Chief Emsctjuoai. Knoinioeh, Railway Board ( Ministry of Railways ), New 

Nohthkkn Railway Delhi s 

Joint Dirk( tor Stanoakus 

( Eluctiucai, IV RDSO ) ( Alternate ) 
Sum B. L. Dkshpanof Electrical Engineer to the Government of Maha- 

rashtra, Bombay 
Sam Dkvknukii Nath Larsen & Toubro Ltd, Bombay 

Sum I. C Josui'ti ( Alternate ) 
Sum K. K. Gupta Jyoti Ltd, Vadodara 

Sum K. W. Dharmaouikaiu ( Alternate ) 
Shui Mohammku Hamkku Chief Electrical Inspector to the Government of 

Tamil Nadu, Madras 
ELKcriiM'AJ' Insi»uctok Tkihnral, 
Govkunmknt of Tamii* Nauu ( Alternate ) 
aiLtti R. D. Jain Rural Electrification Corporation Ltd, New 

Delhi 

( Continued on page 2 ) 



€) Copyright 1979 
BUREAU OF INDIAN STANDARDS 

This publication is protected under the Indian Copyright Act ( XIV of 1957 ) and 
reproduction in whole or in part by any means except with written permission of 
the publisher shall be deemed to be an infringement of copyright under the said Act. 



18 ; g923 « 1978 

( Continued from page 1 ) 

Members Representing 

Shri V. A. Krishnamurtjiy Central Public Works Depai 'inii nt, New Delhi 

Surveyor of Wojus 

( Electrioal-I ) ( Alternate ) 
ShRI S. V. MahFaTia Tariif Advisoi > Committee ( Iiisuraact' Associa- 

tion of India ), Bombay 
Shri S, N, BanuyopaijUVay ( Alternate ) 
MEMBER ( Hyoko Electkjc ) Central Electricity Authority, Xtw Delhi 

Director ( HED-1 ) ( Alternate ) 
SHRI M. L. Mittal Bharat Heavy Elecn icals Lid, Bhopal 

Shri R. C. Nanuerear {Alternate I ) 
Shri V. B, Biiatia ( Alter mite II ) 
SURI K. N. Naogju Engineer-in-Chief's Branch, Army Headquarters, 

New Delhi 
SHRI R. S. Kunwak ( Alttrnate ) 
SHRI K. Sudhaearan Nair Kerala Slate Eleelt i'Uy Board, Triv&ndrum 

Shri R. Ananthasubhamonia Iykh ( Alternate ) 
Shri K. Narayanaswamy Tamil Nadu Electricity board, Madias 

Shri S. Padmanabhan ( Alternate ) 
Shri V. V. Paranjpe Tata Consulting Engineers, Bombay 

SHRI R. C. BaJPai ( Alternate ) 
SHRI K. P, R. Pillai The Faci Engineering & Design Organization, 

Udyogamandat ( Kerala ) 
Shri C. R. R. Menon ( AlUrnute ) 
Shri L C. Sanoer Delhi Electric Supply Undertaking, New Delhi 

Shri P. S. Sawhney ( Alternate ) 
SuRl Sardltl Sinuh Chief Electrical Inspector to the Government of 

Punjab, Patiala 
Senior Assistant to the Clue*' 
Electrical Inspector ( Alternate ) 
SHRI K. G. Shanmukmappa NGEEEul, Bangalore 

Shri A. N. Srivatiisa ( Alternate ) 
Db T, C. Siohan Chief Electrical Inspector to the Government of 

Kerala, Ti ivandi unt 
Shri G. N. Thadanj Engineers India Eld, New Delhi 

SHBI M, K. Das ( Alternate ) 
Shri D. M. Vatcha The Bombay Electric Supply & Transport Under- 

Shri B. M. Sam ant ( Alternate ) taking Bombay 

Shri S. P. Sachdev, Director General, ESI ( Ex-ujfuio Member ) 



Director ( Elec tech ) 



Secretaries 

Sjuti R. C. Jain 
Deputy Director ( Elec tech ), ISI 

Sjwu K. Ganewii 
Assistant Director ( Eke i» ch ), ESI 



IS s 8923 - 1978 

Indian Standard 

WARNING SYMBOL FOtt 
DANGEROUS VOLTAGES 

0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards Institu- 
tion on 25 September 19715, after the draft finalized by the Code of 
Practice for Power Installation and Maintenance Sectional Committee 
had been approved by the Electrotechnical Division Council. 

0.2 This standard has been prepared with a view to standardize the 
graphical symbol for indication on the electrical equipments of the hazard 
arising out of dangerous voltages. 

0.3 The symbol proposed in this standard is in addition to the sign of 
'human skull and cross-bones', already recommended in IS : 2551-1963*. 
While the lightning symbol of this standard can be used on the enclo- 
sures of equipments which are normally handled by persons, such as 
operators, wircmen or engineers; the 'human skull and cross-bones', are 
to be utilized for warning the general public against electrical hazards on 
supports of electrical transmission and distribution pillars, pole mounted 
sub-stations, etc . 

0.4 In the preparation oi' this standard reference has been made to IEC 
Pub : 41 7B (1975) 'Graphical symbols for use on equipment',, published 
by the International Electrotechnical Commission. 



1. SCOPE 

1.1 This standard covers the symbol to be applied to electrical epuip- 
ment to indicate hazards arising out from dangerous voltages. 

2. SYMBOL 

2.1 The shape and dimensions of the symbol shall conform to Tig. 1. 

3. APPLICATION 

3.1 This symbol may be applied to indicate hazards arising from 
dangerous voltages on any kind of electrical equipment. 

*$pecification for danger nolice plates. 
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3.2 All enclosures and all -compartments which do not clearly show that 
they contain electrical apparatus shall be marked with this symbol. 

3.3 Location — It shall be located in a conspicuous place and it 
necessary at more than one place. 

3.4 The symbol shall be in signal red colour conforming to IS : 5-11)61*. 
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. 1 Warning Symbol 







♦Specification Tor colouis for ready mixed paints ( second revision ). 
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